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XIX. ExtraB of a Meteorological Journal for the Tmr 
1775, kept at Briftol, by Samuel Fair, M, D. 



R. June 27, 1776, 



Months. 



January 

February 

March 

April 

May 

June 

jAuguft 

September 

Oaober 

November 

December 

» M i 



Barometer. 



Highefh J Loweft. I Mean. 



30,13 

3°,29 

3°,3 8 
3°,22 

30,20 

3<V>9 
29,96 

29,89 

*9>93 

30,13 
30,22 

3^36 I 



Viciffitude. 



29,08 


29,70 


81-2 


28,74 


29,72 


1 13-4 


28,75 


29,69 


73-2 


29,42 


29,67 


41-2 


29*63 


29,93 


55-2 


29,40 


29,72 


40-2 


29,50 


29,68 


26-f 


29,30 


29,61 


30-1 


29*3° 


29,S3 


33~ l 


28,90 


29,70 


42-i 


28,90 


29,S° 

29,8s 1 


95-2 


28,49 1 


46-1 



Afi 
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An abridged Table of the winds for Bristol, for the 



Year 177 s. 



Jan. 





! 

F \ 


w 


s 


NW 


SE 
6 


NE 
4i 


SW. 

18-1 


Rain. 


Frofly 
Days. 


1 
Thunder, &c 


1 



2 


I 
2 


4,529 


■ 

2 


30. S.W. 


Feb. 








I 

2 


1 
2 


41 


4 


;i 


18 


4>H5 


2 


12. S.W. 


Mar. 


t 

" 2 ? 





I 
2 





8 


1 


4 


16 


2,834 


I 




Apr. 


jo 


J 


1 
2 


8 


4 


61 


1.0 


0,616 


O 


29. SE. 


May 
June 

Jrfy 


fo 



I 

5 

2 







1 

2 


10 

1 

2 

5 


1 
2 

2| 


10 

12 

2 


91 

II 

21 


°>332 
4,288 

5>.4i4 


O 
O 



f 6. 9* 14. N.E. 11. 
1 28. 29. S.E. 

27. s w. 


Aug 
Sept. 


: 






°, 


t 
2 

; 


1 

2 

2 
1 


1 
2 

7 


4 
7 


I 

Si 

5 


24 
*5 


6,947 
2,93^ 
3.358 


O 

4 
1 


4, 5* S.W. 

f Earthquake 8. S.W. 
lB r 29,30. 20. S.W. 
19. with hail, S.W. 


Nov 





1 
2 





1 


31 


91 


10 


s§ 


2,044 


3 


17. S. 


Dec. 



if 


1 

2 

if 


1 
2 





2 


8 


8 


12 


i,i54 


12 


23. S.W. 


6 


6| 


•53 


53i 


67 


176 


3&597 


25 





WEATHER FOR THE YEAR I775. 

January. It froze hard the ill; after that was wet till 
19th; fnowed on 20th; then rained to 24th, when it 
froze; fnowed again 21ft; was rainy to the 30th, when 
there was a thunder ftorm at night 531ft fair. 

February. Wet till the 1 4th ; fair, with light fhowers, 
to 23d, that rainy; the reft of the month fair. 

March. Cloudy to 4th; then rainy to 17th; dry to 
25th; 26th ftormy; 27th fair; on 28th fnow; 29th 
ftiir; 30th fnow and froft at night, 

April, 
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April. A little rain on 4th, 14th, 15th, 18th, 21ft, 
and 30th; the reft fair, and after 21ft remarkably 
warm ; lightned on * 9 th. 

May. Fair to the 5 th; rainy then and on 1 7 th and 
1 9th ; the reft quite fair. 

June. Fair to the 5th; ftormy, with frequent thun- 
der, to nth; fair to i4th;^ after this fair to 20th; wet 
to the 25th;. 2.6th fair; 27th cloudy; a hard ftorm on 
2 8th and 29th; 30th fair. 

July. Wet and ftormy to 14th; after this fair to 
24th; that and 25th ftormy; 26th fair; a ftorm on 
% 7 th ; rain 2 8th, 2 9th ; 3 th and 3 1 ft fair. 

Auguft. Wet and ftormy to 6th; that with 7th and 
8th fair; 9th ftormy; 10th fair; then ftorrby to 2 2d; 
fair to 26th; and thqn to the end' ftormy. 

September, ift; and 2d; wet ; the 3d it froze and wa$ 
dry to the 5 th; after this ftormy to 14th; and then to 
20th; fair to 26th, when tjhere; was a ftorm. The reft b£ 
the month was dry, but cloudy. 

Oitober. Fair, with aflighti ftorm, on 4th? to; Sttx^dt 
rained then; and on 9th; none till the 14th; wet ; to 2 c 2d ( ; 
then fair to 3 1 ft, which was wet. 

November. Dry to the 4th; after that wet; 8 th ^|r; 
§th frofty ; 1 dth fair ; wet to 1 9th ; fair to f Jrq>ft 

1.9th and 24th. 

December. Wet to the 5th ; fair and after 8 th frdfty 
to 13th; rainyrtb 17th; then frofty again to 20th; j#er 
this Wet to 25th; dry and frofty to 29th; then frofty on 
30th, and wet on 31ft. 

XX. Extradl 



